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BILL NO. R-88-11-19 
RESOLUTION NO. R- ree 


A RESOLUTION OF THE COMMON COUNCIL OF THE 
CITY OF FORT WAYNE, INDIANA REGARDING THE 
PROPOSED CURTAILMENT OF SERVICES BY THE 
NATIONAL WEATHER SERVICES AT BAER FIELD 
IN FORT WAYNE. 


WHEREAS, the National Weather Service has decided 
it is going to curtail its weather bureau services in Fort 
Wayne, Indiana during the hours of 10:00 P.M. -to'6:00 A.M.,and 


WHEREAS, a majority of the citizens of Fort Wayne, 
Indiana are dependent on the 24-hour services of the National 
Weather Service. 


NOW, THEREFORE, BE IT RESOLVED BY THE COMMON 
COUNCIL OF THE CITY OF FORT WAYNE, INDIANA THAT: 


SECTION 1. That the U. S. Government is urged to 
reconsider its decision to partially curtail the hours of 
operation of the National Weather Service at Baer Field. 


SECTION 2. That the citizens of Fort Wayne are 
urged to voice their concerns about the curtailment of 
services of the National Weather Service at Baer Field. 


SECTION 3. That the governmental officials of the 
City of Fort Wayne, the County of Allen, the State of 
Indiana, the citizens of Fort Wayne, and interested and 
affected business and industrial members of the private 
sector of this area, explore with the Federal government what 
ever efforts can be expended to solve the financial problems 
that have dictated the partial curtailment of the these 
services. 
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COUNCILMEMBER 


APPROVED AS TO FORM 
AND LEGALITY. 






Stanley A Levine 
Attorney for Common Council 
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« Read, ‘the first time in full and on motion by j 
seconded by , and duly adopted, read the second time by 
title and referred to the Committee on (and the 
City Plan Commission for recommendation) and Public Hearing to be held after 
due legal notice, at the Council Conference Room 128, City-County Building, 
Fort Wayne, Indiana, on , the , day 
of 1- I9 AC o'clock Mer Besa Ts 
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DATED: 





SANDRA E. KENNEDY, CITY CLERK 
Read the third time in full and on motion by PA AD A 
seconded by , and duly adopted, placed on its 
passage. PASSED by the following vote: 
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DATED: /{—2. 2h 





Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as (ANNEXATION) (APPROPRIATION) (GENERAL) 
(SPECIAL) ——_{ZONING-MAP} ORDINANCE RESOLUTION NO. (D-7ES ER 
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SANDRA E. KENNEDY, CITY CLERK a et OFFICER 








Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 
the Oe aa ot i eae 3 id, 
isin NL Ie ee eee ne SE: 
at the hour of LB (EO o'clock 


SANDRA E. ye CITY -CLE 








Approved and signed by me this 244, day of asked ; 
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PAUL HELMKE, MAYOR 
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BILL NO. 

REPORT OF THE COMMITTEE ON__ANNEXATION 
WE, YOUR COMMITTEE ON ANNEXATION TO WHOM WAS 
REFERRED AN (ORBITNANGEX (RESOLUTION) Of the Common Council 


of the City of Fort Wayne, Indiana regarding the proposed 
curtailment of services by the National Weather Services at 


Baer Field in Fort Wayne 
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HAVE HAD SAID ORDINANCES (RESOLUTION) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) (RESOLUTION) 
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Sandra E. Kennedy 
City Clerk 
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RESOLUTION NO. R- 


A RESOLUTION OF THE COMMON COUNCIL OF THE 
CITY OF FORT WAYNE, INDIANA REGARDING THE 
PROPOSED CURTAILMENT OF SERVICES BY THE 
NATIONAL WEATHER SERVICES AT BAER FIELD 


IN FORT WAYNE. Screws evvor~ 


Shouid te 10:PM. Fe 


WHEREAS, the National Weather Service-—has decided 
it is going to curtail its weather bureau services in Fort 
Wayne, Indiana during the hours of 6:00pm to 10:00am; anā 

ee, 

WHEREAS, a majority of the citizens of Fort Wayne, 
Indiana are dependent on the 24-hour services of the National 
Weather Service. 


NOW, THEREFORE, BE IT RESOLVED BY THE COMMON 
COUNCIL OF THE CITY OF FORT WAYNE, INDIANA THAT: 


SECTION T. That the U. S. Government is urged to 
reconsider its decision to partially curtail the hours of 
operation of the National Weather Service at Baer Field. 


SECTION 2. That the citizens of Fort Wayne are 
urged to voice their concerns about the curtailment of 
services of the Poran Weather Service at Baer Field. 


SECTION 3. That the governmental officials of the 
City of Fort Wayne, the County of Allen, the State of 
Indiana, the citizens of Fort Wayne, and interested and 
affected business and industrial members of the private 
sector of this area, explore with the Federal government what 
ever efforts can be expended to solve the financial problems 
that have dictated the partial curtailment of the these 
services. 


COUNCILMEMBER 


APPROVED AS TO FORM 
AND LEGALITY. 


Stanley A. Levine 
Attorney for Common Council 


mwe te Wn 


6°09 
k my 








